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e Albert, Arthur L., Electrical Communication, Second Edition, 1940 











(London) 


e¢ Bangay, R.D., The Elementary Principles of Wireless Telegraphy, Second Edition, no date 





¢ Benjamin, Park, The Age of Electricity , 1889 





¢ Bonner, Richard, The Boy Inventors' Radio Telephone , 1915 








¢ Bucher, Elmer E., Practical Wireless Telegraphy , Second Edition, 1917 
¢ Bucher, Elmer E., Practical Wireless Telegraphy , Revised Edition, 1921 
¢ Bucher, Elmer E., Practical Wireless Telegraphy_, Revised Edition, 1921 (duplicate copy) 


¢ Bucher, Elmer E., Vacuum Tubes in Wireless Communication , 1919 
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e¢ Cole, A.B., The Operation of Wireless Telegraph Apparatus , Second Edition, 1919 





¢ Department of Commerce (G.P.O.), Radio Communication Laws of the United States , Edition August 15, 1919 





¢ Dodge, G.M., The Telegraph Instructor , Sixth Edition, 1917 





¢ Goldsmith, Alfred N., editor, Proceedings of the Institute of Radio Engineers, Vol. 1, Part 1, January, 1913 





¢ Goldsmith, Alfred N., Radio Telephony, 1918 


¢ Greely, A.W., Report of the Chief Signal Officer War Department 1871, Washington, G.P.O., 1871 





1915 (London) 
¢ Hawkins & Staff, Hawkins Electrical Guide No.1 through No.10, 1914 


e Hawkins & Staff, Hawkins Electrical Guide No.7, 1917 





e International Correspondence Schools, Radio Operator's Handbook, First Edition, 1923 
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e International Textbook Company Series: 
© Aceves, J.G., Radio Receivers and Servicing, 1930 
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¢ CQ, A Magazine OF, BY and FOR Commercial Radio Operators Vol.1 No.1 of March, 1931; Vol.1 No.3 of May, 
1931; 
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e Robison, Commander S.S., Manual of Wireless Telegraphy (Radio) for the Use of Naval Electricians, 1913 





¢ Squier, George O., Telling the World , 1933 


e Stallings, Laurence, The First World War-- A Photographic History, 1933 








e Starling, Sydney G., Electricity and Magnetism, 1912 





e Sterling, George E., The Radio Manual, Second Edition, 1929 
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